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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 14493 171701Z 

64 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 /025 W 

051690 

R 171528Z MAY 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 1004 

UNCLAS PARIS 14493 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, FR 

SUBJECT: FDA ADVISORY - POTENTIAL FIRE HAZARD IN 
AIR-SHIELDS DRAINAGE PUMP 

REF: AIRGRAM A- 1746 

AS REQUESTED, POST CONTACTED LEJEUNE, SEITZ AND 
AMELINE, FRENCH DISTRIBUTOR OF AIR-SHIELDS INC., 

MONCKS CORNER, SOUTH CAROLINA 29461. HOWEVER, FRENCH 
FIRM ADVISED US THEY WERE NOT DITRIBUTING AIR-SHIELDS 
DEFECTIVE DRAINAGE PUMPS MENTIONED IN REFTEL. 
GAMMON 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FIRE SAFETY 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 MAY 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PARIS14493 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 90-1 159 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760546/aaaabnfs.tel 

Line Count: 37 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: blochdO 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 
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Review History: RELEASED <23 JUN 2004 by mendozsm>; APPROVED <1 1 JAN 2005 by blochd0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
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